To:  Schmittdiel,  Paula[Schmittdiel. Paula@epa.gov] 

Cc:  Amy  Hansen[ahansen@pstrep.com] 

From:  todd  whiting 

Sent:  Thur  8/13/2015  7:27:23  PM 

Subject:  Water  Remediation  - Pu restream  Services 

Paula, 

I was  given  your  info  as  a possible  point  of  contact  to  offer  our  services  for  the  cleanup  and 
remediation  efforts  currently  undemay  with  the  Animas  spill.  Our  company,  Purestream 
Services,  has  been  treating  produced  and  flowback  water  for  the  onshore  oil  and  gas  industry  for 
several  years.  From  the  little  I understand  of  the  spill  constituents  that  are  of  concern,  including 
several  heavy  metals,  our  process  could  take  the  contaminated  water  and  return  it  free  from  all 
TDS  and  harmful  substances.  We  are  currently  operating  our  technology  at  (2)  different 
locations  where  NPDES  permits  are  in  use:  one  site  near  Little  Rock,  AR  and  the  other  near  Big 
Piney,  WY.  The  TDS  levels  of  water  we  are  used  to  treating  are  generally  between  50,000  and 
100,000  ppm  and  we  can  consistently  and  successfully  treat  this  water  to  below  100  ppm  TDS 
effluent  quality.  We  are  very  familiar  and  have  extensive  experience  with  operating  under 
stringent  NPDES  standards  and  feel  extremely  confident  that  we  could  provide  real  solutions  to 
the  remediation  efforts  now  undemay  in  CO,  NM  and  UT. 

I would  appreciate  the  chance  to  chat  with  you  further  about  this  - or  be  pointed  in  the  right 
direction  of  someone  else  to  contact  regarding  our  services. 

Thank  you  for  your  time. 


Todd  Whiting  ::  VP  Operations 
Purestream  Services 
2401  Foothill  Dr. 

Salt  Lake  City,  Utah  84109 

P ::  800.418.0730 
M ::  702.336.4731 
F ::  888.639.1508 

www.purestream.eom 
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